Volume Index 1996 and 1997 


Volume 12, Number 1, January 1996 

Proposed Medical Records 
“Confidentiality” Act Fails to 
Protect Your Private Medical 
Records 

Prescription Drug Information— 
U.S. Consumers Are Last 

Drug Recalls 

Outrage: Undercover Investigators 
Unable to Get Appointments At 
Medicaid HMOs 


Volume 12, Number 2, February 1996 

Extreme Risk: The New Corporate 
Proposition for Physicians 

New Study Reveals Continuing 
Problems in Scandal-Ridden 
Florida Medicaid HMOs 

For-Profit HMOs: Money vs. 
Quality Health Care? 

Consumer Product Safety Alert 

Medicare At-Risk HMOs: Riding 
the Gravy Train 

Outrage: Wall Street’s Love Affair 
with “Health Service” 


Volume 12, Number 3, March 1996 

Health Insurance Medigap 
Profiteering 

U.S. Health Reform: Unkindest Cuts 

What Would You Give Your 
Mother? 

The Flap Over Needle Exchange 

Medical Device Recalls 

Reporting Problem Products to 
the FDA 

Outrage: Olestra or Olexlax? 


Volume 12, Number 4, April 1996 
13,012 Questionable Doctors 
Patient Dumping in Hospital 
Emergency Rooms 

Drug Recalls 

Warning! Hazards Associated with 
Electric Heating Pads 

Outrage: Health Care Costs; 
Executive Compensation 


8 ® January 1998 


Volume 12, Number 5, May 1996 

The Questionable Actions of 
Questionable Doctors 

Ranking of State Medical Licensing 
Boards: Serious Actions per 
1,000 MDs—1995 

Health Letter Wins Another Award 

Consumer Product Safety Alert 

Blue Cross Goes Green 

Outrage: On the Wards; The Ugly 
Side of Medicine 


Volume 12, Number 6, June 1996 

Merger Mania: Hospitals Join 
Forces to Beat the Competition 

Electromagnetic Interference and 
Medical Devices 

Medical Device Recalls 

“In Defense of” the Food and 
Drug Administration 

Outrage: So Much for “Impartial” 
Scientific Research 


Volume 12, Number 7, July 1996 

The Disturbing Trend of Not-For- 
Profit Hospital Conversions 

Drug Recalls 

Warning: Digital Cellular Phones 
Can Interfere with Pacemaker 
Output 

Outrage: Local Hospitals; Account- 
able to Whom? 


Volume 12, Number 8, August 1996 

The Failure of “Private” Regulation 
of Hospitals 

Consumer Product Safety Alert 

Health Care: Profitization 

Medicare: Anti-fraud Legislation 

Outrage: Managed Care: What’s 
Good for the Geese Isn’t Good 
Enough for the Ganders 


Volume 12, Number 9, September 1996 
Merger Mania: A Second Look 
The Corporate Transformation of 
Health Care 

Medicare and Medicaid: Proposed 
Legislation Raises ‘Code Red’ 
Warning Signals 

Pain Control After Surgery: A 
Patient’s Guide 

Calling Your HMO Physician Is 
Likely to Make You Feel Worse 

Medical Device Recalls 

Outrage: Are Tobacco and Health 
Compatible? 


Volume 12, Number 10, October 1996 

New Law Creates Tax-Advantaged 
Medical Savings Accounts 

When the Corporate Bottom Line 
Comes First Do Communities 
Stand a Chance? 

In Appreciation 

ValuJet Healthcare 

Drug Recalls 

Drug Advertising 

Outrage: Outpatient Mastectomies; 
HMOs’ Latest Cost-Cutting 
Measure 


Volume 12, Number 11, November 1996 
Dangerous Human Experiments 
Medicare HMOs: Luring the Elderly 
With HMOs—Well Who Really 
Knows? 

Response to Outrage 

Health Insurance: Parity for 
Mental Illness and Physical 
Ailments 

Preventing Pressure Ulcers: A 
Patient’s Guide 

Consumer Product Safety Alert 

Commentary: The Patient Physi- 
cian Relationship; Covenant or 
Contract 

Outrage: Fight Bastardized Care 


Volume 12, Number 12, December 1996 

Massachusetts Makes Physician 
Profiles Available to the Public 

12 Reasons Why For-Profit 
Managed Care Isn’t Working for 
Physicians or Patients 

Commentary: Drug Advertise- 
ments that Go Straight to the 
Hippocampus 

Medicare Malaise? 

Physicians’ Antipathy toward 
Managed Care Grows 

Not-For-Profit Hospitals 

His Majesty’s Orchestra 

Medical Device Recalls 

Outrage: Who’s Watching the 
Watchers? 
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Physicians’ Antipathy toward 
Managed Care Grows 

Not-For-Profit Hospitals 

His Majesty’s Orchestra 

Medical Device Recalls 

Outrage: Who’s Watching the 
Watchers? 


Volume 13, Number 1, January 1997 


Book Review: How HMOs Are 
Destroying Medical Trust 

Do Not Ask for Whom the HMOs 
Merge... 

Drug Recalls 

Health Letter Indexes: Volume 
Index 1995 and 1996; Cumula- 
tive Subject Index 

Outrage: There are Few Willing to 
Fight the Rampaging HMO 
Monsters 


Volume 13, Number 2, February 1997 


License to Steal: Why Fraud 
Plagues America’s Health Care 
System 

Michigan Orders Golden Rule to 
Issue Refunds 

A Tragic Insulin Overdose 

Diabetes: Insurance Coverage 

The Changing Ways of the HMO 
Industry: Staff-and Group- 
Model HMOs Are Finding It 
Harder to Compete 

Medical Discipline: Shroud of 
Secrecy 

Welcome to Managed Caring® 

Median Income for Doctors Hits 
$160,000 in 1995 

Consumer Product Safety Alert 

Food Labeling: Consumer Alert 

Outrage: California HMO Fined 
$500,000 for Failing to Refer 
Patient to Specialist 


Volume 13, Number 3, March 1997 


Annotation: Patients on the 
Auction Block 

HMO: Managed or Mangled? 

Product Recalls 

Mergers, Buyouts: A Tale of Three 
Cities 

Pet Cemetery? 

Outrage: The Health Insurance 
Industry’s Dirty Little Secret 


Volume 13, Number 4, April 1997 


For-Profit Hospitals Costlier, Less 
Efficient and Spend Less on 
Patient Care 

Qui-Tam Lawsuits Recover 
Millions of Health Care Dollars 
for the Government 

Study Finds High Incidence of 
Serious Errors in Hospitals 

Frequently Asked Questions 
About Health Care 

Product Recalls 

Diversity in Doctors Providing 
Quality and Accessible Care for 
All 

Birth Control Pills and Emergency 
Contraception 

Outrage: Another Chicken Guard- 
ing Another Group of Foxes 


Volume 13, Number 5, May 1997 


Ranking of State Medical Licensing 
Boards—1996 

Growing Number of Investigations 
Focus on Questionable Prac- 
tices by Columbia/HCA 

Health Care: Coping with Termi- 
nal Illness: A Personal Perspec- 
tive 

Product Recalls 

Medigap Insurance: Consumer 
Choice, Consumer Dilemma 

Outrage: Idaho: Dangerous Delays 
in Doctor Discipline 


Volume 13, Number 6, June 1997 


Sometimes Mother Nature Knows 
Best 

Shapshots of Our Health Care 
System 

Physician-Induced Hospitalization 

Drugs: Over-the-Counter and On 
the Street 

Product Recalls 

Outrage: Halt ‘Unethical’ HIV 
Experiments Abroad Public 
Citizen Exhorts HHS Head 
Shalala 


Volume 13, Number 7, July 1997 


Physicians Disciplined for Sex- 
Related Offenses 

Long Term Care: Who Pays? The 
New Laws. 

Doctor-Run HMOs 

Product Recalls 

Outrage: Another Insurance 
Company Story 


Volume 13, Number 8, August 1997 


Health Care, Will Care Be There? 

The Politics of Mammography 

Abnormal Moles Found to In- 
crease Risk for Melanoma 

Hormones: Correction and 
Additions 

Product Recalls 

Outrage: Booze, Pool and (??) 
School 


Volume 13, Number 9, September 
1997 


HMO’s Arbitration Process Pro- 
vides Delay, Not Justice 

The HMO That Ate the High 
School 

Managed Care vs. Medical Care 

Protecting the Corporate Bottom 
Line: The Narrow Therapeutic 
Index (NTI) Drug Scam 

Health Risks of the Internet 

Product Recalls 

Outrage: AMASCAM 


Volume 13, Number 10, October 1997 


Experts Urge Steps to Stem 
Antibiotic Resistance 

Budget Balancing: Medicare 
Savings, Medicaid Savings, and 
Other Shenanigans 

Prescription for Trouble 

If You Thought Our Health Care 
System Was Doing O.K., Note 
Some Contributions from Our 
Readers 

Product Recalls 

Outrage: “Whistle-Blower” Law- 
suits Continue to Recover 
Millions of Health Care Dollars 
for the Government 


Volume 13, Number 11, November 
1997 


Stadol—User Beware 

FTC Consumer Alert; Paunch 
Lines: Weight Loss Claims Are 
No Joke for Dieters 

FDA Alerts: The Stimulator; 
Home-Use Test Kits 

First, Do Nothing: Harvard Docs 
Announce “HMO Black” 

Product Recalls 

Managed Care: Doctors’ Perspec- 
tives 

Outrage: Columbia/HCA’s Re- 
sponse to a Patient’s Death: 
“You Know, We All Are Going 
to Die” 


Volume 13, Number 12, December 
1997 


Long-Term Care Insurance: To 
Buy or Not To Buy, That is the 
Question 

Who Poisioned the Children? 

Stings and Strings: One Couple’s 
Struggle with a Health Plan’s 
Gatekeepers 

Qui Tam: “Whistle-Blower” 
Lawsuits Recover Government 
Health Care Dollars 

Product Recalls 

Outrage: The “Benefits” of Steril- 
ity-Causing Chemicals in the 
Workplace? 
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